[2024-05-28T06:59:38.962541Z] [info] Preparing cgroup to start isotovideo
[2024-05-28T06:59:38.963112Z] [info] Using cgroup /sys/fs/cgroup/systemd/openqa.slice/openqa-worker.slice/openqa-worker-auto-restart@7.service/4226757
[2024-05-28T06:59:38.963337Z] [info] Starting isotovideo container
[2024-05-28T06:59:38.965570Z] [info] isotovideo has been started (PID: 126788)
[2024-05-28T06:59:38.966537Z] [info] 126788: WORKING 4226757
[2024-05-28T07:05:11.059408Z] [info] Uploading autoinst.xml
[2024-05-28T07:05:11.059866Z] [info] Uploading autoinst.xml using multiple chunks
[2024-05-28T07:05:11.061570Z] [info] autoinst.xml: 1 chunks
[2024-05-28T07:05:11.061673Z] [info] autoinst.xml: chunks of 1000000 bytes each
[2024-05-28T07:05:11.193786Z] [info] autoinst.xml: Processing chunk 1/1, avg. speed ~50.975 KiB/s
[2024-05-28T07:05:11.197242Z] [info] Uploading video.webm
[2024-05-28T07:05:11.269551Z] [info] Uploading autoinst-log.txt
[2024-05-28T07:05:11.316211Z] [info] Uploading worker-log.txt
